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Message Text 

UNCLASSIFIED 

PAGE 01 TEHRAN 08678 120603Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

084787 12171 1Z/47 

R 120402Z SEP 78 
FM AMEMBASSY TEHRAN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 282 


UNCLAS TEHRAN 08678 


E.O. 11652: N/A 
TAGS: BBSR, IR 

SUBJ: ADS REQUEST: BIOCHEM INTERNATIONAL INC., WISCONSIN 
53222 


REF: 76 STATE A-5078 


THE FOLLOWING COMPANIES HAVE BEEN CONTACTED AND EXPRESSED 
INTEREST IN BIOCHEM INTERNATIONAL INC.'S PRODUCTS. 


1 . LAMEL MEDICAL AND EDUCATIONAL EQUIPMENT., LTD. 
103 N. KAKH AVE., SHAHREZA AVE., TEHRAN 

TEL: 665939 


CONTACT: MR. MOHAMMAD RF,ZAZ,ADF,H-M AN AGING DIRECTOR 
COMMENT: ESTABLISHED IN 1975, WITH REGISTERED CAPITAL OF 
RLS. 20 MILLION, EMPLOYS 10. FIRM IMPORTS MEDICAL EQUIP- 
MENT FROM W. GERMANY, FRANCE, U.K. AND U.S. 

2. LABOTEK COMPANY LTD. 

ABBAS-ABAD AVE., PAKISTAN ST., 6TH ST., NO. 13, 2ND FLOOR 
P.O. BOX 66/1631, TEHRAN 

CONTACT: MR. FARID KHEILTASH-MANAGING DIRECTOR 


TELEX: 213506 BILD. IRAN 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 TEHRAN 08678 120603Z 


TEL: 627903; 621295 

COMMENT: ESTABLISHED IN FEB. 1976, WITH REGISTERED 
CAPITAL OF RLS. 2 MILLION, OPERATING CAPITAL OF RLS. 140 
MILLION IDOLS 2 MILLION), EMPLOYES 18. FIRM IS OWNED AND 
MANAGED BY DR. M.T. KARBASHI (CHAIRMAN) AND MR. F. KHEILTASH 
(PURCHASING MANAGER). IMPORTS MEDICAL EQUIPMENT FROM 
MENNEN-GREATBATCH, N.Y., VARIAN, U.S., AND REPRESENTS 
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O. E.M. OF GARRETT CORP., ARIZONA. FIRM ALSO IMPORTS 
FROM U.K., ISRAEL, SWITZERLAND, AUSTRIA AND FRANCE. 

3. SELTECH COMPANY 

ARYAMEHR AVE„ KAI ST„ 183 SHIRAZ STREET 

P. O. BOX 64624, TEHRAN. 

CONTACT: MR. MOHAMMAD REZA SAYY AD-CHAIRMAN 
TEL: 652445 

TELEX: 212300 INCH IR: FOR THE ATTENTION OF SELTECH 
COMMENT: FIRM WAS ESTABLISHED IN 1974 WITH REGISTERED 
CAPITAL OF RLS. 10 MILLION TO IMPORT SCIENTIFIC EQUIPMENT 
AND IS EXPANDING THE BUSINESS IMPORTS MEDICAL AND HOSPITAL 
INSTRUMENTS FROM PACKARD, ILLINOIS, G.D. SEARLE, US., VIA 
NETHERLANDS, ALSO FROM W. GERMANY, SWITZERLAND AND U.K. 
FIRM IS OWNED AND MANAGED BY MR. M.R. SAYY AD AND FAMILY 
AND MR. M.M. HAHAN-BEEN. SULLIVAN 


UNCLASSIFIED 


NNN 
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